
APRIL 20, 1938 


RCA RADIOTRON DIVISION 

*CA MANUfACTUWNG COMPANY. INC. 



AVERAGE PLATE CHARACTERISTICS 



MARCH 8 >1938 


RCA RADIOTRON DIVISION 

RCA MANUFACTURING COMf ANT. INC. 


92C-4893 


PLATE VOLTS 




























